Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


UNCLASSIFIED 
PAGE 01 STATE 066022 
11 

ORIGIN HUD-02 

INFO OCT-01 EUR-25 10-14 ISO-OO COME-OO OIC-04 EB-11 RSC-01 
/058 R 
66611 

DRAFTED BY: HUD/SF:LWOLLOCH 
APPROVED BY: IO/OIC:FOMCCORD 
HUD/CNRASSIAS 
HUD/SESMIGEL 
IO/CMD:ROBLUCKER (INFO) 

EUR/EE:MHVAN HEUVEN (INFO) 

EUR/EE: APBRAINARD (INFO) 

056172 

R 0221 17Z APR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY BUCHAREST 
INFO AMEMBASSY WARSAW 
USMISSION GENEVA 

UNCLAS STATE 066022 

E.O. 11652: N/A 

SUBJECT: ECE SEMINAR ON CONSTRUCTION IN SEISMIVC REGIONS 
REF: BUCHAREST 01238 (NOTAL) 

1. TENTATIVE SCHEDULE OUTLINED IN REFTEL IS SATISFACTORY. 

2. WILLIAM J. WERNER, US DEPARTMENT OF HOUSING AND URBAN 
DEVELOPMENT, AND ROBERT L. DIKKERS, NATIONAL BUREAU OF STANDARDS, 
HAVE SCHEDULED THE FOLLOWING FLIGHTS: APRIL 7, ARRIVE 
BUCHAREST 3:45 PM, RO FLT. 

216; APRIL 15, LEAVE 12:35 PM VIA LO FLT. 224 FOR WARSAW; ARRIVE 
WARSAW 1:45 PM; APRIL 19, DEPART WARSAW 7:20 AM VIA LO FLT. 327 
FOR PARIS, CONNECTING WITH TW 803 FOR WASHINGTON. 

3. PLEASE ARRANGE FOR TWO SINGLES WITH BATHS IN BUCHAREST 
ACCORDINGLY AND ADVISE. HOTEL ARRANGEMENTS HAVE BEEN MADE IN 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 066022 

WARSAW BY DR. MARION DABROWSKI OF THE POLISH MINISTRY OF CON- 
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STRUCTION AND BUILDING INDUSTRY. RUSH 
UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PERSONNEL TRAINING, BUILDING INDUSTRY, CONSTRUCTION, SEISMIC DATA 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 02 APR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE066022 

Document Source: CORE 

Document Unique ID: 00 

Drafter: HUD/SF:LWOLLOCH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740074-0135 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740473/aaaacpgm.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HUD 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: BUCHAREST 01238 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 JUN 2002 by bryansd0>; APPROVED <16 DEC 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ECE SEMINAR ON CONSTRUCTION IN SEISMIVC REGIONS 
TAGS: TPHY, OSCI, ECE 
To: BUCHAREST 
Type: TE 
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